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Buses replaced regular weekend train service between Lowell and North Station to allow for signal improvement work. le eal =0m & =Cm = =C)m | =O 
Two shuttle services will be provided: a shuttle for service between Lowell, North Billerica, Wilmington and North Station 
and a shuttle for service between Wilmington, Wedgemere, West Medford and North Station. _ LOWELL SHUTTLE ~ O -=-_ <- -=-2 @eQoeeeeeoeoeoaoeoee- O 
Interzone passengers may consider a connection between the shuttles at Wilmington. & 2 
& gS 
9 Ae © SHUTTLESTOP === LOWELLSHUTTLE mmm WILMINGTON SHUTTLE 
Saturday and Sunday 
AM PM 
Bus Origin WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW; WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL 
Lowell —- 5:30 -- 6:30 -- 7:30 -- 8:30 -- 9:30 --- 10:30 -- 14:30} -- 12:30 -- 1:30 -- 2:30 -- 3:30 -- 4:30 -- 5:30 -- 6:30 -- 7:30 -- 830 -- 9:30 -- 10:30 
North Billerica ~~ 5:39 -- 6:39 -- 7:39 -- 8:39 -- 9:39 -- 10:41 -- 1:41] -- 12:41 -- 141 -- 2:41 -- 3:41 -—- 444 -- 5:41 -- 6:41 -- 7:39) -- 8:39 -- 9:39 -- 10:39 
Wilmington 5:00 5:56 6:00 6:56 7:00 7:56 8:00 8:56 9:00 9:56 10:00 11:05 11:10 12:05/12:10 1:05 1:10 2:05 2:10 3:05 3:10 4:05 4:10 5:05 5:10 6:05 6:10 7:05 7:10 7:56 8:00 8:56 9:00 9:56 10:00 10:56 11:00 
Anderson/Woburn 510 -- 6:10 -- 710 -- 810 -- 972 -- 10:72 -- 11:24 -- |12:24 -- 1:24 -- 2:24 -- 3:24 -- 4:24 -- 5:24 -- 6:24 -- 7:20 -- 8:10 -- 9:10 -- 10:10 -~ 11:10 
Wedgemere 5:30 --- 6:30 -- 7:30 -- 8:30 -- 9:36 -- 10:36 -~ 14:52 -- |12:52 --- 1:52 -- 2:52 -- 3:52 -- 4:52 -- 5:52 -- 6:52 -- 7:40 -- 8:30 -- 9:30 -- 10:30 -- 11:30 
West Medford 5:34 -- 6:34 -- 7:34 -- 8:34 -- 9:41 -- 10:41 -- 14:58 --- [12:58 -- 1:58 -- 2:58 -- 3:58 -- 4:58 -- 5:58 -- 6:58 -- 7:44 -- 8:34 -- 9:34 -- 10:34 -- 11:34 
North Station 5:50 6:30 6:50 7:30 7:50 8:30 8:50 9:30 10:00 10:30 11:00 11:50 12:20 12:50) 1:20 1:50 2:20 2:50 3:20 3:50 4:20 4:50 5:20 5:50 6:20 6:50 7:20 7:50 8:00 8:30 8:50 9:30 9:50 10:30 10:50 11:30 11:50 
Saturday and Sunday 
AM PM 
Bus Destination WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW} WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL LOW WIL 
North Station 6:15 6:30 7:15 7:30 8:15 8:30 9:00 9:30 10:00 10:30 11:00 11:30 |12:00 12:30 1:00 1:30 2:00 2:30 2:55 3:30 3:55 4:30 4:55 5:30 6:05 6:30 7:00 7:30 8:00 8:30 9:10 9:30 10:10 10:30 11:10 11:30 12:00 
West Medford 6:29 -- 7:29 -- 8:29 -- 9:19 -- 10:99 -- 1:22 --- [12:22 -—- 1:22) -- 2:22 -- 3:17 -- 417 -- 517 -- 6:24 -- 7:19 -- 819 -- 9:26 -- 10:26 --- 11:26 -- 12:16 
Wedgemere 6:34 -- 7:34 -- 8:34 -—- 9:25 -- 10:25 -- 14:29 --- [12:29 -—- 1:29 -- 2:29) = 3:24 424 24 30 7:25 825 981 10231 81 12:21 
Anderson/Woburn 6:50 -- 7:50 -- 8:50 --- 9:47 -- 10:47 -- 11:55 -- /12:55 --- 1:55 -- 2:55 -- 3:50 -- 4:50 -- 5:50 --- 6:52 -- 7:47 -- 8:47 -- 9:49 -- 10:49 -- 11:49 -~ 12:39 
Wilmington 7:00 7:04 8:00 8:04 9:00 9:04 10:00 10:04 11:00 11:04 12:10 12:13} 1:10 1:13 2:10 2:13 3:10 3:13 4:05 4:10 5:05 5:10 6:05 6:10 7:05 7:10 8:00 8:04 9:00 9:04 10:00 10:04 11:00 11:04 12:00 12:04 12:50 
North Billerica w- 7:22 =~ 8:22) -- 9:22) -- 10:22 -- 14:22) -- 12:35) -- 135 2350 835 4800 530 6:30 730) 8122 9:22 10:22 11:22, 12:22 
Lowell —- 7:30 -- 8:30 -- 9:30 -- 10:30 --- 14:30 --- 12:45) -- 1:45 -- 2:45 -- 3:45 -- 4:40 -- 5:40 -- 6:40 -- 7:40 -- 8:30 -- 9:30 -- 10:30 -- 11:30 -- 12:30 


Ns) Bikes: Bicycles are not allowed on board buses. 


& Buses are ADA accessible. 


Shuttle service origin or destination: 
LOW: Lowell 
WIL: Wilmington 
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